NATIONAL  SHRINE  OF 
OUR  LADY  OF  VICTORY  BASILICA 
LACKAWANNA  18,  NEW  YORK 
HIGH  MAIN  ALTAR 
"The  four  beautifully  twisted  columns  are 
of  Red  Pyrenese  Marble.    These  support  the 
magnificent  dome  and   the  beautiful  angelic 
ligures.    In  the  center  stands  a  white  marble 
statue  of  our  Blessed  Lady  of  Victory,  nine 
feet  high,  weighing  4,000  pounds."    F.  V.  E 
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